To:  Pheeny,  Michael[Pheeny.Michael@epa.gov];  LaBombard,  Will[LaBombard. Will@epa.gov] 

Cc:  Crow,  David[David. Crow@WestonSolutions.com];  Beck, 

Robert[Robert.  Beck@WestonSolutions.com] 

From:  Shappee,  Cecilia 

Sent:  Fri  8/14/2015  6:47:46  PM 

Subject:  GKMR6  - Summary  of  Tasking  / Samples 


Mike, 


The  following  is  a summary  of  the  response  and  the  impact  to  daily  cost  (note  the  majority  of  the 
daily  cost  increase  is  due  to  analytical  testing). 


START  was  tasked  to  respond  to  the  Gold  King  Mine  ER  on  Thursday  August  6 2015. 


•□□□□□□□□  Initial  response  was  for  6 responders. 


•□□□□□□□□  Initial  tasks  were  to  collect  surface  water  (Animas  and  San  Juan  Rivers). 


•□□□□□□□□  During  the  following  7 days  (August  7 - 14)  START  has  been  tasked  by  OSC 
Foster  (REOC)  to  mobilize  an  additional  26  responders  and  support  personnel  (Data,  Logistics, 
Planning). 


•□□□□□□□□  Sample  collection  (locations  and  media)  is  under  the  technical  direction  of  the  EPA 
Environmental  Unit  working  in  Dallas  TX.  The  EU  coordinates  with  OSC  Foster  who  in  turn 
directs  OSC  Hayes  and  START. 


•□□□□□□□□  Analytical  test  methods  have  not  changed  much  during  the  7 days;  however,  as  you 
can  see  below  the  number  of  samples  has  continued  to  increase. 
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The  following  table  summarizes  sample  collection: 


CBI/Ex.  4 


We  understand  that  the  Drinking  Water  samples  may  begin  to  taper  off  as  START  completes 
residential  well  sampling;  however,  these  resources  will  be  shifted  to  sediment  sampling.  Current 
indication  is  that  total  sample  counts  will  remain  steady  moving  forward. 


Please  let  me  know  if  you  want  more  information.  We  can  add  more  detail  to  the  daily 
chronology  if  needed. 


Cecilia  Shappee,  P.E. 

START  R6  Program  Manager 
713.985.6701  Office 
832.347.4216  Cell 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
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information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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